DOCKETED ITEMS

DOCKET 40-0772 BENDIX CORP. TETERBORO, NJ

9012040212 Responds to 900806 ttr & final radiological characterization rept of facility &
adjoininQ MetPathJnc property.List addl info needed in order to complete review of

KINNEMAN.J.D. Region 1  (Post 820201). 90/11/26. SCHWIND.M.S. Allied-Signal
Aerospace Co. 4pp 59257:128-59258:118.

-9012040214 Forwards final radiological characterization rept for facility.
SCHWIND.M.S. AlHed-Signal Aerospace Co. 90/08/08. KINNEMAN.J. Region 1 (Post
820201). 1p- 59257:132-59257:132.

-9012040215 "Final Radiological Characterization Rept for Allied-Signal Aerospace Te-
terboro Facility & Surrounding Properties Teterboro.NJ."
~ Ebasco Services, Inc. (subs, of Enserch Corp.). 90/08/31. 225pp. 59257:133-

-9012040216 "Field Sampling & Analysis Plan Allied Signal & Surrounding Properties."

*   Eoasco Services, Inc. (subs, of Enserch Corp.). 90/11/26. 57pp. 59258:031-
59258:101.

-9012040220 "Western Drainage Channel Bank Stabilization Plan."

* Hobbit Engineering, Inc. 89/03/07.19pp. 59256:102-59258:118.

9109270213 Discusses Allied-Signal Bendbc Aerospace & MetPath.inc release for unre-

ULLRICH.B. Region 1 (Post 820201). 91/09/10. KINNEMAN.J.D. Region 1 (Post
820201). 12pp. 59252:302-59252:304.

9109300153 "Semiannual Effluent Monitoring Rept for Jan-June 1991." W/910829 Itr.
HARDGROVE.T.W. Pathfinder Mines Corp. 91/06/30. HALL.R. Uranium Recovery
Field Ofc, R4.18pp. 59243:265-59243:282.

9109100387 Informs that licensee intends to decommission license SUA-672 beginning
9l0903.Bldg & immediate grounds will be decontaminated & cleaned as required
based upon predecommissioning radiological survey.

HARDGROVE.T.W. Pathfinder Mines Corp. 91/08/12. HALL.R.E. Uranium Recovery
Field Ofc, R4.2pp. 59056:340-59056:341.

9109110035 Forwards "Rept on Ra-222 Flux Survey" & correspondence between EPA
& Pathfinder Mines Corp re rept

HARDGROVE.T.W. Pathfinder Mines Corp. 91/08/12. JACOBY.D. Uranium Recovery
Field Ofc, R4. 26pp. 59069:334-59070:046.

-9109110037 "Rept on Ra-222 Rux Survey.Shiriey Basin Tailings Facility."
HOWELL.T.E. Pathfinder Mines Corp. 91/03/25. 48pp. 59069:360-59070:046.

9109190095 Discusses area of concern noted during review of semiannual effluent
monitoring rept for second half of 1990.Recommends resite background radon moni-
tor to obtain more representative background sample.

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/23. HARDGROVE.T.W. Pathfinder
Mines Corp. 1p. 59146:051-59146:051.

DOCKET 40-2678 CINCINNATI, UNIV. OF, CINCINNATI, OH

DOCKET 40-1162 WESTERN NUCLEAR, INC., LAKEWOOD, CO

9109300114 "Semiannual Environ Monitoring Report for Jan-June 1991." W/910903 Itr.
BAKER.SJ. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 91/06/30. HALL.R.
Uranium Recovery Field Ofc, R4. 22pp. 59247:074-59247:091.

9109190132 Amends license SUA-56,revising conditions 9 & 74,authorizing possession
of waste tailings & implementation of compliance

& use of unlimited natural U in form of waste t
monitoring p

monitoring program.

HALL.R.& Uranium Recovery Field Ofc, R4. 91/08/12. BAKE

inc. (subs, of Phelps Dodge Corp.). 3pp. 59147:099-59147:110.

BAKER.S. Western Nuclear,

conditions 9 & 74 re possession &
ice monitoring program.
2. 9pp. 59147:102-59147:110.

-9109190137 Amend 58 to license
use of U waste tailings & implementation of cor
HALL.R.E. Uranium Recovery Field Ofc, R4.91

9109110126 Responds to NRC 910802 Itr requesting that licensee indicate schedule for
providing comparative analysis of impact on long-term performance of Day Loma
Heap Heap Leach site. Formal response to be submitted by 910915.
BAKER.SJ. Western Nuclear,  Inc. (subs, of Phelps Dodge Corp.).  91/08/16.
HALL.R.E. Uranium Recovery Field Ofc, R4.1p. 59068:112-59068:112.

9109110128 Informs that 910808 submrttal re Canonie environ field sampling work plan
revised.Final work plan will be discussed when formal response to 910514 Itr submit-
ted.

BAKER.SJ. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 91/08/16. HALL.R.
Uranium Recovery Field Ofc, R4.1 p. 59068:265-59068:265.

t & summary of professional

9109180173 Comments on NRC reclamation review for facility.Agrees w/ determination
that sites 48FR2861  & 48FR2863 not eligible for natl register.Eligibility of site
48FR2862 unknown & site 48FR2864 eligible for natl register.
MARCEAU.T.E. Wyoming, State of. 91/08/21. Uranium Recovery Field Ofc, R4. 1p.
59139:046-59139:046.

9109190035 Discusses 910814 meeting re proposed borrow exploration program for
Split Rock mill disposal area reclamation plan.

JACOBY.D.L Uranium Recovery Field Ofc, R4. 91/08/21. Uranium Recovery Reid
Ofc, R4. 3pp. 59146:011-59146:013.

9109200034 Requests that licensee submit data recovery plan for NRC review &
approvaLPIan should be developed by suitable archeological contractor.
HALL.R.E. Uranium Recovery Field Ofc, R4. 91/09/05. BAKER.S. Western Nuclear,
Inc. (subs, of Phelps Dodge Corp.). 2pp. 59167:353-59167:354.

DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN

9109190224 Discusses review of 910401 response to 901107 request for comparative
analysis of impact of current closure criteria on long term performance of facility.
HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/09. Tennessee Valley Authority.
2pp. 59141:241-59141:242.

DOCKET 40-1478 KERR-MCQEE OIL INDUSTRIES, INC., OKLAHOMA CITY, OK

9109190277 Concludes that rept entitled. "Radiological Characterization Survey/Gush-
ing Refinery Site" adequate as scoping survey to plan first stages of Gushing Refinery
Site decommissioning, however.addl surveys & supporting documentation necessary.
FAUVER.D.N. Decommissioning & Regulatory Issues Branch (Post 901230). 91/097
10. STILL.ET. Kerr-McGee Corp. 1p. 59167:190-59167:190.

DOCKET 40-1650 WYMAN-GORDON CO., NORTH GRAFTON, MA

9109040470 Responds to 910423 request for addl info re hydrogeological info.W/one
oversize drawing.

THARPJ.W. Wyman-Gordon Co. 91/08/27. BANGART.R.L Division of Low-Level
Waste Management & Decommissioning (Post 870413). 39pp. 59301:017-59301:046.

DOCKET 40-2259 PATHFINDER MINES CORP., RIVERTON, WY

9109160196 "Rept on Rn-222 Rux Survey,Lucky MC Tailings Facility."
HOWELL.T.E. Pathfinder Mines Corp. 91/03/25. 68pp. 59105:234-59105:303.

9109240164 Forwards order imposing civil monetary penalty in amount of $8,750.Effec-
tiveness of corrective actions will be reviewed dunng next insp.
THOMPSON.H.L  Office  of  Nuclear  Material  Safety  & Safeguards.  91/09/20.
HARRISON.D. Cincinnati, Univ. of, Cincinnati, OH. 4pp. 59183:011-59183:035.

-9109240175 Order imposing civil monetary penalty in amount of $8,750 for activities
not in full compliance w/NRC requirements.

THOMPSON.H.L Office of Nuclear Material Safety & Safeguards. 91/09/20. Cincin-
nati, Univ. of, Cincinnati, OH. 21 pp. 59183:015-59183:035.

DOCKET 40-3392 ALUED-SIGNAL, INC., METROPOLIS, IL

9109050048 Forwards section of team of assessment at facility during wk of 910805-
09.Section prepared & provided prior to mot dose- out at site.
CLARK.A.T. Fuel Cycle Safety Branch. 91/08/28. HICKEY.J.W. Fuel Cycle Safety
Branch. 5pp. 59026:345-59026:349.

9109170014 Lists agenda items for discussion at 910912 meeting.Topfcs include.NRC
plans & schedule for considering adjustments & changes in fee structure & possible
revs to fee structure for multiple activities covered by Sequoyah license.
PRESTEMON.D.L Swidler & Berlin. 91/09/11. FUNCHES.J. Office of the Controller
(Post 890205). 2pp. 59133:238-59133:240.

DOCKET 40-3453 ATLAS CORP., DENVER, CO

9109040230 Responds to verbal request for addl info re piezometers. Atlas has been
monitoring 37 embankment piezometers required by section 4.2.2.3 of license renewal
application & condition 30.C.W/one oversize figure.

BLUBAUGH.R.E. Atlas Corp. 91/07/08. KONWINSKI.G. Uranium Recovery Field Ofc,
R4. 3pp. 58981:263-58981:265.

9109050072 Responds to 910808 telcon re dust control at tailings impoundment of
Moab facility.

BLUBAUGH.R.E. Atlas Corp. 91/08/09. WARD.D. Uranium Recovery Field Ofc, R4.
2pp. 59009:173-59009:174.

9109190074 Forwards Itr & ends discussed during 910808 telcon & requests response
by 910816.

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/09. BLUBAUGH.R.E. Atlas Corp.
1p. 59146:017-59146:021.

9109190030 Responds to 910820 telcon requests for certain data & info re Atlas Corp
mill site.Addl info may be obtained in PDRs in Denver ofc or in Washington, DC.
HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/23. SWANSON.M. Affiliation Not
Assigned. 2pp. 59146:009-59146:010.

9109190036 Ack receipt of 910809 response to 910808 telcon & 910710- 0809 Itrs re
blowing dust at facility.Soil monitoring program should be instituted to determine
whether tailings being blown from facility.

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/28. BLUBAUGH.R.E. Atlas Corp.
1 p. 59146:042-59146:042.

9109200028 Forwards Amend 15 to license SUA-917,incorporating new organizational
structure,required soil sampling methodology & revised piezometer monitoring pro-

gram.
HALL.R

_,R.E. Uranium Recovery Field Ofc. R4. 91/09/03. BLUBAUGH.R.E. Atlas Corp.
3pp. 59170:001-59170:016.

-9109200033 Matls licensing package for amend 15 to license SUA-917 for Atlas Corp.
HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/30. 13pp. 59170:004-59170:016.

9109200057 Discusses application for amend 15 to license SUA-917. Recommends li-
cense condition 11 be revised due to discrepancy mill organizational structure.
WARD.D.C. Uranium Recovery Field Ofc. R4. 91/09/03. Uranium Recovery Field Ofc,
R4. 4pp. 59170:045-59170:048.

9109300230 Ack receipt of 910809 invoice for annual license fee associated w/former
U milling facility & requests that mill site be categorized w/U mills currently undergo-
ing decommissioning & reclamation & be exempt from fee.

BLUBAUGH.R. Atlas Corp. 91/09/05. License Fee & Debt Collection Branch (Post
890827). 32pp. 59243:136-59243:199.ls Corp. (subs, of Union Carbide Corp.). 91/08/19. Urani-
